English Electric Co., Ltd.

A LOW-HEAD FRANCIS-TYPE RUNNER.

The runner illustrated is 10 ft, in diameter and weighs about 5J tons. It
absorbs 83 000 cu. ft. per min. under a head of 8-8 ft., and has a specific speed of
81 (British units); the power developed is 430 B.H.P. The plates are of thin sheet
steel so as to give a large passage for the water and, in order to reduce the frictional
losses to a minimum, they are ground and polished before being cast into the top
and bottom rings. The edges of the blades are chamfered to reduce the losses due
to shock at entrance.
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